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SECRET 
Cepy 7 


MEMORANDUM FOR THE RECORD | 
| 


SUBIECT: Conversation with Col. Geary regarding possible 
Cengressional Inquiry into the J-58 Engine 


REFERENCE: Memorandum for the Record, dated 14 January 65, 
by s« Subject: Congressional 
Investigation regarding the 3-58 Engine 


1, On recetving the references fron 2aKt, 
afternoon of 21 January, and with present, I 25X1 
talked to Col. Geary on the telephone and asked him if he was | 
aware of the reported Congresatenal interest in the J-538. 


2. He said that he was, and that he had been in touch with 
and had put the latter in contact with 
presumably of the Air Force Legislative Liaison 
Office. According to Col. Geary he thought that ‘thie matter 
woald go our way" by which he meant that any inquiry would 
be channeled through OXCART briefed personnel on the House 
Appropriations Comittee. 


3. Col. Geary said that he had not been in touch with our 
security people to fill them in on these details, but that he 
would do so very shortly. 


Enclosure JAMES A. CUNNINGHAM, JR. 
Deputy Assistant Director 
Distribution: (Special Activities) 
1 - DAD/OSA w/encl. 
2 - SS/OSA 
3- PS/OSA w/encl. 
4 - D/TECH/OSA w/encl. 25X4 | 
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DEMORANDOM YOR Tita RECUhs 


SUBJECT: Congressional Tuvosticvecion Regarding the 
J-58 Engine 


L. On 13 January Loco, 
ndvised the writer that Cer: 
durins this session to con 
the procurement of the neers 

had been acy 
mavy fepartment, who bad how 
procurement , 


GO 
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2. The investication 
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chat he would be happy to © opens 
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